UK's First Openly Lesbian MP Maureen Colquhoun Has 
Died 


Maureen Colquhoun passed away on February 2 at the age of 92. She was a member of the 
Labor Party, the first openly lesbian MP and a radical feminist far ahead of her time. 


Calquhoun was born on August 12, 1928 in London, England. She graduated from the London 
School of Economics. She entered politics in the British Labor Party. She was a delegate to the 
UK Parliament from 1974 to 1979. First woman politician to enter parliament as a lesbian . 





Colquhoun dies on January 2, 2021 at the age of 92 in London, England, birthplace. 
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